APPENDIX
FIGURE-1
Questionnaire To The Managing Directors of the
Small Scale Industrial Units.
'A'   GENERAL.
J.   Name of the Unit:
2.    Type of the Company:   Private Ltd./PubJic Ltd.
3.    Year of Registration with SSI Dept :
4.    Year of commencement of commercial production :
5.    Tick the relevant reasons for late production :
a)    Due to many formalities of the Government.
b)    Delay by banks in providing working capital.
c)    Delay of supply of machinery.
d)    Difficulty and delay in installation.
e)    Delay in getting the supply of basic R.M.
f)   Delay in getting sanction for imported material if any.
g)    Problems with A.P.S.S.I.D.C.
h)   Any other reasons - state:
6.    a)   Name and address of the Nominee Director of
A.P.S.S.LD.C
b)   His   attitude   to   the   problems:     Negative / Positive/
Indifferent.
7.    Is there any I.E. in your area of location ?   Yes/No.
8.    Is the unit located in I.E. ?   Yes/No.
9.    If yes: a) state the difficulties in procuring  workshed in I.E.
b)    What is the unofficial expenditure incurred?   Rs.
c)    What type of facilities available in LE* ?
d)    What type of facilities actually you required ?
e)    Is there any specific problem relating to unit in  LEs.?
B. ENTREPRENEURIAL AND MANAGERIAL.
1.    Was the   unit  purchased  from   already   running  business
concern? Yes/No.
2.    If yes what is the consideration  Rs.
3.    Preliminary expenses;   Rs.          -                                   T